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Description: Actuator 


Inspection Dwg: C2-3-11 


Rev: 
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Work Order: 
| 0 ] 
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INSPECTION SHEET 


Drawing Actual Method of 
Tolerance Accept | Reject e Comments 
Dimension | Dimension p 4 Inspection 
0.597 | */-0.005 
0.27 | */-0.01 
R0.05 *-/-0.01 
0.465 */-0.005 


(20.1285 


*0.000/-0.002 


*/-0.01 x */-0.5* 


0.09 +/-0.01 


0.617 +0.000/-0.003 
0.651 +/-0.005 E 
20.696 */-0.005 LL 
0.02 x45? — | +/-0.01 x +/-0.5° 
90.562 *0.000/-0.002 
20.308 *0.000/-0.002 
0.02 x 45* — | */-0.01 x +/-0.5° 
0199 */-0.005 


RO0.02 */-0.01 


0.01 x 45° */-0.01 x */-0.5* 
1.596 +/-0.005 
0.923 +/-0.005 
0.748 +/-0.005 
0.470 +/-0.005 
0.136 +/-0.005 i 
0.345 +/-0.005 
0.188 +/-0.005 
0.328 +/-0.005 
0.976 +/-0.005 
0.361 +/-0.005 
0.742 +/-0.005 
0.525 +/-0.005 
0.465 +/-0.005 
0.346 +/-0.005 
0.048 +/-0.005 T 

0.04 x 45° +/-0.01 x +/-0.5° 

Measured by: Checked by: | QC Inspector: | 

Date: Date: | Date: | 
Engineering Approval: Date: | 
Rev Date __| Change 
A |18.07.04 | New Issue 
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